From: 

armand_scatena@agilent.com 

Sent: 

Thursday, December 24,2009 8:28 AM 

To: 

Hanchett, James (DPH) 

Subject: 

RE: GC/MS Quote 

Jim; 



I did speak with Gary yesterday and I sent a quote to Government Scientific yesterday. I will follow up with them today and be sure everything is in place. I will be in next week and will stay with this. Have a Merry Christmas. Thank you. 

Armand Scatena 
Agilent Technologies 
PH: 866-912-7030 
PH: 978-681-2007 
FX: 518-885-2894 

E-Mail; armand scatena@agilent.com 


From: Hanchett, James (DPH) fmailto:James.Hanchett@state.rna.usl 
Sent: Thursday, December 24,2009 8:13 AM 
To: SCATENA,ARMAND (A-USA,exl) 

Subject: RE: GC/MS Quote 

Hi Armand, 

We will be ordering the GC/MS through Government Scientific because we don’t have an account with Agilent. Have you heard from Gary Fausset from our Boston Lab? 
He will be ordering the instrument. 

Thanks, 

Jim Hanchett 
Amherst Drug Lab 


From: armand scatena@aQilent.com rmailto:armand scatena@aailent.com1 
Sent: Tuesday, December 22, 2009 5:27 PM 
To: Hanchett, James (DPH) 

Subject: RE: GC/MS Quote 

Jim, thanks. I will look out for the order and let you know if all is OK when I see it. 

Armand Scatena 
Agilent Technologies 
PH: 866-912-7030 
PH: 978-681-2007 
FX: 518-885-2894 

E-Mail: armand scatena@aailent.com 


From: Hanchett, James (DPH) fmailtoJames. Ha nchett@state.ma.usl 
Sent: Tuesday, December 22, 2009 8:07 AM 
To: SCATENA,ARMAND (A-USA,exl) 

Subject: RE: GC/MS Quote 

Armand, 

I did send the latest quote, but I don’t know if they used it. I will contact JP today and find out. 


Jim 


From: armand scatena@agilent.com [mailto:armand scatena@agilent.com] 

Sent: Tuesday, December 22, 2009 8:03 AM 
To: Hanchett, James (DPH) 

Subject: RE: GC/MS Quote 

Jim; 

Thanks. Let me know if there are any questions. Did you use the second quote with the G4513A, G4514A sampler? I have attached it. The original quote contains the old G2913A sampler which is obsolete. Have a Merry Christmas. Thank you. 

Armand Scatena 
Agilent Technologies 
PH: 866-912-7030 
PH: 978-681-2007 
FX: 518-885-2894 

E-Mail: armand scatena@aoilent.com 


From: Hanchett, James (DPH) rmailto:James.Hanchett@state.ma.us] 

Sent: Tuesday, December 22, 2009 7:49 AM 
To: SCATENA,ARMAND (A-USA,exl) 

Subject: RE: GC/MS Quote 

Hi Armand, 

We got approval for the GC/MS. Should we order it from Amherst, or let purchasing order it from Jamaica Plain and ship it to Amherst? I have never ordered equipment before it was always done by Cam so this is all 
new to me. 

Have a Merry Christmas, 

Jim 


From: armand scatena@aQilent.com rmailto:armand scatena@aQilent.coml 
Sent: Monday, December 14,2009 11:10 AM 
To: Hanchett, James (DPH) 

Subject: RE: GC/MS Quote 

Jim, you are welcome. Have a nice Christmas Holiday. 

Armand Scatena 
Agilent Technologies 
PH: 866-912-7030 
PH: 978-681-2007 
FX: 518-885-2894 

E-Mail: armand scatena@agilent.com 


From: Hanchett, James (DPH) f mailto:James.Hanchett@state.ma.us1 
Sent: Monday, December 14,2009 11:08 AM 


l 
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To: SCATENA,ARMAND (A-USA,exl) 
Subject: RE: GC/MS Quote 

Hi Armand 

Thanks, 

Jim Hanchett 
Amherst Drug Lab 


From: armand scatena@aQilent.com rmailto:armand scatena@agilent.coml 
Sent: Monday, December 14,2009 11:00 AM 
To: Hanchett, James (DPH) 

Subject: RE: GC/MS Quote 

Jim; 

Attached is an updated quote with the new GC sampler. Good Luck in your funding request. 

Armand Scatena 
Agilent Technologies 
PH: 866-912-7030 
PH: 978-681-2007 
FX: 518-885-2894 

E-Mail: armand scatena@agilent.com 

From: Hanchett, James (DPH) f mailto James. Ha nchett@state.ma.usl 
Sent: Thursday, December 10,2009 7:20 AM 
To: SCATENA,ARMAND (A-USA,exl) 

Subject: GC/MS Quote 

Hi Armand, 

I need a new quote for a CG/MS. Your last one 807198 has expired. Nothing is definite but a good possibility. Thanks 

Jim Hanchett 
Amherst Drug Laboratory 
Western Mass Public Health Ctr. 

RoomN251 Morrill I 
181 Stockbridge Rd. 

Amherst, MA 01003 
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